2. Hygienic design allows removal and 
rinsing of gold, petal-shaped head. 




Important: * When removing head for 
cleaning, make sure switch is in the OFF 
position. * Make sure head is completely 
dry before reattaching. 

Caution: Do not immerse Slim Nose Care 

body in water. 



To change battery, simply pull ends of Slim 
Nose Care apart. The bottom half slides out, 
revealing battery casing. Slip out old battery, 
disposing of it in a suitable receptacle. 
Replace with AAA battery and slide the two 
halves back into place. 




Enjoy your clean, well-groomed look in 
seconds! 

Modern grooming tools for successful men 
from Emjoi - Technology that gets personal 



Smioi® NoseCare 
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Congratulations on your purchase 
of Slim Nose Care! You're now on 
your way to a clean, well-groomed 
look with Emjoi's latest professional 
Slim line of grooming tools for 
men. 

Slim Nose Care consists of a high- 
speed rotary blade, completely and 
safely concealed in a petal-like 
encasing. Battery powered, it works 
in seconds, with absolutely no 
discomfort. As small as a pen, it's 
convenient to carry with you for 
good grooming wherever, 
whenever. 
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Emjoi 

Technology That Gets Personal 



Petal-Shaped head 



High Speed rotary blade 




How to use 



1 . Slide switch to 
ON position. 

2. Gently insert head of 
Slim Nose Care, just 
at the opening of the 
nostrils. 

3. Only those long, 
unwanted, protruding 
hairs will enter between 
the petals of the Slim 
Nose Care head, and 
will be nipped off 
without your even 
feeling it! 

4. Slide switch to OFF 
position, and clean 
head with special brush 
provided. 



Maintenance 



Slim Nose Care - only 1 3mm in diameter 
- can go with you anywhere and fits into 
any pocket. 



To clean: 

1 . Use special brush provided, to brush 
away hairs. 




